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Cutting Diagram 


Cordless 
Tool Storage 


46" x 96" - 1 / 2 " PLYWOOD 


Also Needed: 

(1) 10" x 16 15 /i 6 " - 14 " Hard board 
(1) 2" x 4" - I 9 V 2 " Hardwood 
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Materials 

Storage Cabinet 


A Sides (2) 

12% x 24% - % Plywood 

3 Shelves (2) 

10% x 20-% Plywood 

C Bottom (1) 

11x20- % Plywood 

P Back (1) 

20 x 24% - % Plywood 

E Support (1) 

10% x 3% - % PlywoodPlatform 

F Platform (1) 

9% x 10% - % PlywoodUpright 

G Drawer Front/Back (2) 

2' 5 / 16 x19 7 / 16 -% Plywood 

H Drawer Sides (2) 

2 15 /iex 10 -% Plywood 

1 Drawer Bottom (1) 

10 x 13 15 /w - % Hardboard 

J Cleats (2) 

1%x 3 -19% Hardwood 
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